scanner-veronica-romero@archive.org,open D:\Images\_incoming\compiledservicer0087unix\compiledservicer0087unix.idf,8/4/2010 4:29:32 PM
scanner-veronica-romero@archive.org,exit,8/4/2010 5:32:37 PM
unknown (batch),open D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/4/2010 11:39:01 PM
unknown (batch),close D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/4/2010 11:39:03 PM
unknown (batch),open D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/5/2010 12:03:53 AM
unknown (batch),close D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/5/2010 12:03:55 AM
unknown (batch),open D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/5/2010 12:10:42 AM
unknown (batch),close D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/5/2010 12:10:44 AM
unknown (batch),open D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/5/2010 2:09:49 PM
unknown (batch),processing started,8/5/2010 2:09:58 PM
unknown (batch),processing stopped,8/5/2010 2:26:21 PM
unknown (batch),close D:\Images\compiledservicer0087unix\compiledservicer0087unix.qpf,8/5/2010 2:26:21 PM
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